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IMPORTANT NOTICE - PLESE READ CAREFULLY 


April 2, 2019 


Harold Sanchez, M.D. 

Laboratory Director 
Bridgeport Hospital Laboratory 
267 Grant Street 

Bridgeport, CT 06610 CLIA number: 07D0099572 

RE: IMPOSITION OF SANCTIONS—CONDITION-LEVEL COMPLIANCE MET 

Dear Dr. Sanchez: 

Based on the revisit conducted by the Department of Public Health, Connecticut State Agency (SA) 
on March 28,2019, it has been determined that your laboratory is in compliance with all CLIA 
Condition-level requirements. Since the laboratory has been found competent to perform tests 
under the subspecialty of Pathology: Histopathology. The laboratory may begin testing and 
reporting patient test results in the subspecialty of Pathology: Histopathology effective March 29, 
2019. 

We encourage your laboratory to maintain compliance with all CLIA requirements. It is the 
responsibility of the laboratory and its director to ensure that the laboratory is at all times following 
all CLLA requirements. 

If you have any questions, please contact Dina Caloggero at (617) 565-1286 or via email: 
(dina.caloggero@cms.hhs.gov’) or Bethzaida Rodriguez at (617) 565-2146 or via email: 
(Bethzaida.Rodriguez@cms.hhs.gov’) . 



Branch Manager 

Certification and Enforcement Branch 

Cc: Kim Hriceniak, Connecticut State Agency 

Karen Dyer, CMS, Central Office, Baltimore, M.D. 
Amy Daniels, CAP 



